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Sarah Solomon 

Assistant District Attorney, Suffolk County 
Dear Ms. Solomon, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Nicole Medina. If you have any questions about these materials, please call me at the 
number below. 




Drug Analysis Lab 
Jamaica Plain, MA. 02130 
{617)983-6632 


cc: NEM, CBS 


Folk OIG PRR 068256 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Heaith 
State Laboratory Institute 






Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 



Amherst Hours 

DRUG RECEIPT 

9:00-12:00 

1:00-3:00 


City or Department: \ Police Reference No.: 

Name and Rank of Subnutting Officer: OvO 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lob Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 



Date: 
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City: MBTA Police Dept. 


Date Analyzed: 



Officer: Sergeant GLORIA ANDREWS-WARD 
Def: 

Amount: 

No. Cent: - 4 -^ Cont: metal cap 



Subst: RES 


Date Rec’d: 06/25/2010 
Gross Wt: 6.08 


No. Analyzed; 
Net Weight: 



Prelim: 


Findings: 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY 



ANALYST 


No. of samples tested: 


Evidence Wt 










Data File C:\CHEM32\1\DATA\SIG1000002.D 
Sample Name: HEROIN STD 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


Seq. Line 

DrugLab GC #1 Location 

10/13/2010 2:32:27 PM Inj 

Inj Volume 

C:\CHEH32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\ROUTINE.M 
7/28/2010 8:15:10 AM 


2 

Vial 2 
1 

1 pi 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA^s] [pA] % 


1 0,959 1 BB S 2.87728e4 3a2598e4 99.95180 

2 5,337 1 BB 13.87421 12.67647 0.04820 

Totals : 2,87867e4 3,12725e4 


End of Report 


DrugLab GC #1 10/13/2010 2:42:27 PM 


Page 1 of 1 
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Data File C;\CHEM32\1\DATA\SIG1000005,D 
Sample Name: BLANK-NEM 


Acq. Operator 


Seq, Line : 

5 

Acq. Instrument 

DrugLab GC #1 

Location : 

Vial 5 

Injection Date 

10/13/2010 3:11:51 PM 

Inj : 

1 

Sequence File 
Method 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 

C:\CHEM32\1\METHODS\ROUTINE.M 

Inj Volume : 

1 pi 

Last changed 

7/28/2010 8:15:10 AM 





Area Percent Report 


Sorted By : 

Multiplier: 

Dilution: 

Do not use Multiplier & 


Retention Time 

r 1.0000 

: 1.0000 

Dilution Factor with 


ISTDs 


Signal 1: PIDl A, 


Peak RetTime Sig Type Area 
# [min] [pA^s] 


1 0.957 1 BB S 2.06135e4 


Height Area 
[pA] % 


2.22118e4 1.000e2 


Totals : 


2.06135e4 2.22118e4 


*** End of Report 


DrugLab GC #1 10/13/2010 3:21:51 PM 


Page 1 of 1 


Folk OIG PRR 068261 











Data File C: \CHEM32^DAjm\SIG1000006, D 
Name: 

Acq* Operator : Seq* Line 

Acq. Instrument ; DrugLab GC #1 Location 

Injection Date : 10/13/2010 3:25:04 PM Inj 

Inj Volume 


Sequence File 

Method 

Last changed 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\ROUTINE .M 
7/28/2010 8:15:10 AM 


6 

Vial 

1 

1 pi 




Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 


Area 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height 

# [min] [pA*s] [pA] % 

----,-I- 

1 0.957 1 BB S 2.12018e4 2.04353e4 1.000e2 

Totals : 2.12018e4 2.04353e4 


End of Report 


Page 1 of 1 
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DrugLab GG #1 10/13/2010 3:35:04 PM 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\SYSTEM7\10 19 10\749504.D 

Operator 

KAC 

Date Acquired 

19 Oct 2010 12:08 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMe th 

DRUGS .M 

Integrator 

RTE 



Abiin<^ance TIC: 749504.D\cfata.ms 



Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


749504,D 


Wed Dec 01 13;36:20 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name. 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\10_19_10\749505.D 
KAC 

19 Oct 2010 12:20 

HEROIN STD 

5 

DRUGS.M 
RTE 


Abundance TIC; 749505.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6,449 

896344 

100.00 

100.00 


749505,D 


Wed Dec 01 13:36:28 2010 


Page l 


Folk OIG PRR 068264 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\10__19_10\749505.D 

Operator : KAC 

Date Acquired ; 19 Oct 2010 12i20 

Sample Name ; HEROIN STD 

Submitted by : 

Vial Number ; 5 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

Cl\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.45 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 


Abundance Average of 6.412 to 6.697 min.: 749505.D\data.ms {-) 

4|3 

80 


60 1 327 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


749505.D Wed Dec 01 13:36:28 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM7\10__19__10\749508 .D 
KAC 

19 Oct 2010 12:58 

BLANK 
NEM 
1 

DRUGS.M 
RTE 


Abundance TiC: 749608,O\data,inns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS 


749508.D Wed Dec 01 13:36:40 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \SYSTEM7\10_19__10\749509 . D 
KAC 

19 Oct 2010 13:11 


NEM 

9 

DRUGS.M 
RTE 


Abundance 


UC: 749509.O\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.967 

103972 

25.64 

34.48 

6.444 

301535 

74.36 

100.00 


749509.D Wed Dec 01 13:36:44 2010 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM7\10_19__10\749509,D 
KAC 

19 Oct 2010 13:11 


NEM 

9 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# RT Library/ID 

CAS it 

Qual 

1 5.97 C;\Database\NIST05a.L 



6"Monoacetylmorphine 

002784-73-8 

99 

6-Monoacetylmorphine 

002784-73-8 

97 

6"Monoacetylmorphine 

002784-73-8 

95 



749509,D Wed Dec 01 13:36:45 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile; 



File Name 

P:\SYSTEM7\10 19 10\749509.D 



Operator 

KAC 



Date Acquired 

19 Oct 2010 13:11 



Sample Name 




Submitted by 

NEM 



vial Number 

9 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLl,L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PKff RT 

Library/ID 

CASH 

Qual 


6.44 C:\Database\SLI,L 

HEROIN 
HEROIN 


000561-27-3 

000561-27-3 


99 

83 


Abundance 


Average of 6.412 to 6.608 min,: 749569.b\data,nis (-) 



80 

60 

40 

20 

0 


43 


327 


268 


204 


59 


V o. 115 162 

' 128 


IJ. . 






181 


If ,1,5® 


263 


310 


284 


298 


369 


362 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


749509.D Wed Dec 01 13:36:45 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number t 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\10_19_10\749527 *D 
KAC 

19 Oct 2010 16:58 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TfC: 749527.0\da{a,ms 



Ret, Time 


Area Area % Ratio % 


**^N0 INTEGRATED PEAKS*** 


749527.D 


Wed Dec 01 13:37:01 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator r 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F: \SYSTEM7\ 10_19___10\749528 , D 
KAC 

19 Oct 2010 17:11 

HEROIN STD 

28 

DRUGS,M 
RTE 


Abundance 

600000 

400000 

200000 


TIC: 74962a.D\data.ms 

6.449 


OVrn 




np 


“irp 


T" 


■-j-T-r-rrp 


-p 


' ' i I f | -- rrv " 


Time-> 2.00 2.50 3,00 3.50 4.00 4.50 5.00 6.50 6.00 6,50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.449 

1124424 

100.00 

100.00 


749528 .D 


Wed Dec 01 13:37:05 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

P;\SYSTEM7\10 19 10\749528.D 

Operator 

KAC 

Date Acquired 

19 Oct 2010 17:11 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

28 

AcquisitionMe th 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries; C :\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C;\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


6,45 C:\Database\SLI,L 
HEROIN 
HEROIN 


00D561-27-3 

000561-27-3 


99 

99 


Abundance 

80 

60 

40 

20 


4b 


Average of 6,402 to 6.582 min.; 749528.D\dala,ms (-) 


327 


268 


81 


59 


94 116 
! 128 


146 


204 


162 


I I I i I I i“rT"i "j i n 




,181 

I, L 


lifl .ii. 


238 253 


310 


284 
i, 298 


369 


352 


p ' 'i f i'' i “rr i' l i ri i j ' r r- r - rj - rri ii T r [ i i-t 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


#37: HEROIN 



749528,D 


Wed Dec 01 13:37:06 2010 


Page 2 


Folk_OIG_PRR_068272 







